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Early in 1950 the Stahleund Wealewcrk in Honmica or? (53/2 96) bed fou: 
sponshearth Purmaoes in operation with e datiy cutmh of SO tons er 
fuothes opataearth furnace is schedivlisd to to cowaleted and yet dy 
operation by 1 Ney 195%, ©) 


be 
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Oas opeushearth furnace md to shut deun theee times in succession between 
August and September 1950, These fedluves of the furnaces vere sald to 

have been caused by the bed quality of the furnace lining, Another of the 
epenshearth furnaces was akut dow for three daya because of en explosien of 
live emmunitien left in the serap used for the charee. This explesion occurred 


on 16 Cetober 1950, On 24 October 1950 the seme open-hearth furnace met with 


another accident when slag shuttered the dolomite lining of the heerth, oucting 
it toward tho gas chambers, ‘The repair werk lasted about five weeks, The 
ingot steel. production quota could not therofers be met during the poriad 

from August to Noveaber 1950, (2) 


The preliminary work for the construction of a now steel~eanting foundry was 
ecapleted in November 1950, fy oy 
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The plant is an enterprise of the VWB (Z) Vesta. Untdl 1945 1% was an 
éaterprise of thse Friedrich Flick Central Germen Steeluorrs and Rolling 
MLU Corporation in Erexenburg. Comments Ag of 5 February 
1951, the plant wes reported ss being under who direct control of the HV 
Motallurgio of the Ministey fer Heavy Industry, ) 


‘After the expangion werk is ecapleted the annual production target of the 
‘plant ig set at 200,000 tons ef ingot steel, 6,000 tons of steal casti. WES, 
and 250,000 tons of rolled products Ineluding 30,000 tons of wire, | NIOVEL » 


according to the present schedule only 189,C00 tons of ingot steel and 148,000 
tons of vobied steal can be praduced in 195%, ani 200,000 tons of ingot stecit 
and 160,000 “tena of rolled atcel in 1952, 
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the “Elsonforscumgsiaestitws Hesnigsdert? (Iron Research Yastitute Hennigsdect) 
WAS Bot up in the plant as a cortral rescarch point for the entive metellargioal 
industey of the Ruselean Zone. FPrefesser Br, Edvard Meurer uas assignerl ag 
manager of the ‘inetiizte, Before the war Frofeaser Maurer uss enployed in the 
Kaiser Wilhelm Tustitute for Iron Research in Dessecidarf, Ee is the inventor 
or the steinless Vze sisol, 
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